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CONFIDENTIAL STATE 230826 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, UR 

SUBJECT: GERMAN NATURAL GAS SEPARATION PLANT TO USSR - 
IL 1110/45 

REF: A) COCOM DOC (75)1283 

B) STATE 219372 

C) OECD PARIS 24599 

USDEL AT ITS DISCRETION MAY PLACE ON COCOM RECORD CONCERN 
EXPRESSED BY US DEFENSE ESTABLISHMENT (SEE REF B) ABOUT 
ACTUAL AND POTENTIAL STRATEGIC USES TO WHICH THE HELIUM 
OUTPUT OF THIS PLANT COULD BE PUT. YOU MAY ALSO WISH TO 
MENTION THAT ONE OF THE FACTORS FOR APPROVAL IN 1971 OF 
UK/GERMAN/FRENCH ALTERNATIVE CASES FOR A NATURAL GAS 
SEPARATION PLANT TO POLAND WAS THE FACT THAT THE 
HELIUM OUTPUT OF THE PLANT WAS TO BE SOLD TO THE WEST. 
REGRET THAT FINAL US POSITION ON SUBJECT CASE STILL 
HAS NOT BEEN DETERMINED. IF THE GERMANS HAVE ANY 
ADDITIONAL INFORMATION OR JUSTIFICATION THEY WOULD WISH 
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TO OFFER IN SUPPORT OF THEIR CASE, IT WILL BE TAKEN 
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